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UNCLASSIFIED 

PAGE 01 STATE 135388 
ORIGIN COME-00 

INFO OCT-01 ARA-14 ISO-00 EB-08 /023 R 

DRAFTED BY COM/OED/MEPD/JPHILBRICK/LW 
APPROVED BY EB/OCA:ALZUCCA 
COM/OED/MEPD/LENGLESON 
COM/OED/MEPD/SMCONGER, DIR. 
STATE/ARA/NCAVSERGEANT (INFO) 
COM/OIM/TJACKA (INFO) 

ARA/ECP:WSKOK 

001083 270934Z/14 

R 262245Z MAY 78 
FM SECSTATE WASHDC 
TO AMEMBASSY CARACAS 

UNCLAS STATE 135388 

E.O. 11652: N/A 


Message Text 


TAGS: BENC, VE 

SUBJECT: MAJOR PROJECT: CHRONOMITE WATERHEATERS 


REF: CARACAS 4146 


1. AS REQUESTED REFTEL, MAJOR EXPORT PROJECTS DIVISION 
CONTACTED "PROGRESO " MAGAZINE AND LEARNED THAT CHRONOMITE 


LABS IS LOCATED AT THE FOLLOWING ADDRESS: POST OFFICE BOX 
222, HARBOR CITY, CALIFORNIA, 90710, ATTN: BOB RUSSELL. 
TELEPHONE 213-320-9452. COST OF WATER HEATER IS 120 
DOLLARS RETAIL PLUS FREIGHT. 


2. MEPD HAS CONTACTED MR. RUSSELL AND INFORMED HIM OF 
INVERSIONES ABA INTEREST. 


UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 STATE 135388 


3. SORRY THIS TOOK SO LONG - "PROGRESO" DID NOT HAVE INFO 


IN NEW YORK AND HAD TO TELEX OUT OF COUNTRY TO REACH AUTHOR 
OF THAT ARTICLE. VANCE 


UNCLASSIFIED 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 may 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE1 35388 

Document Source: CORE 

Document Unique ID: 00 

Drafter: OED/MEPD/JPHILBRICK/LW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780224-0847 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978051 2/aaaaajxu. tel 

Line Count: 59 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 08843895-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 CARACAS 4146 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2542757 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: CHRONOMITE WATERHEATERS 
TAGS: BENC, VE 
To: CARACAS 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/08843895-c288-dd1 1 -92da-001 cc4696bcc 
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